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1, Location** 

Xhe industrial installations are located southeast of RUSTAVI 
(45®01* E/4l°34* N) , southeast of the railroad "line to BAKU., 


2 - B lan t_ I ns t al la t_i o^ns : 
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Construction started in the dimmer of 1945* Some departments 
were already in production for the construction requirements 
of other departments, 1. e** department n R 3" manufactured steel 
structures, roof skeletons, and girders for the different work- 
shops. The co mpletion of the rolling mill is scheduled for the 
fall of 1950c I I it will be pro- 

vided with three sets of rollers (mill trains}* Structural 
steel parts arrived for two workshops. Numerous spur tracks were 
laid to the different plant departments,, They branched off from 
the main plant track which ran parallel to the main RR line. 

An asphalt; road was under construction and additional plant 
roads were scheduled to be built in 1949* For status of con- 
struction in June 1949 * see Annex. 


[Comment ; 


a* The construction of a large iron and steel plant near 
RUGTAYI and its location have been given in several previous 
reports.. 
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the report is con- 


c« The i nstallation* described as blast furnaces | | 

I ~1 is now reported to bo the construction, site for gaso- 

meters (see item 35 of ARR'EX) * Final clarification of this 


s 

I 

25X1 


CONFI DENTIAL. >Ses BEVBRSE for DECLASSIFICATION action 




CLASSIFICATION 

r-stweS 



| STATE 


WAVY 

X 

NSR8 


1 

lot iwyu nm 



J 



u 

| ARMY ft 

_ 

AtR ft 

s 

F&1_ 


r__i i 




□ 


□ 



25X1 


25X1 







4 


Approved For Release 2003/08/11 : CIA-R05&&IOO457ROO42OO1 6001 0-1 
C0NFlt®g$p|j_| 

OEKTiiAL lifriiLLlGEiiGK AGENCY Q 

- 2 - 


25X1 


fact is not possible. Coolinj towers nijkt also be concerned. 

,1 ..m nae x : Iron Plant under Construction in KU' HAVI 
Georgian oS«. 
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school for apprentices 

Cl- ban, "or, 150x75x30 foot, iron and brick structure 
Apnrtuent houses, formerly belongin'; to the airfieU 
iii-field 4a ~ 10 parked aircraft 

Construction office 

nitro - on P lant railroad connection 

xrai *.t>I O j.JQC’J.l *3 td tx on 

Cil duap Tilth several tanks 
px f ice of the " AS" construction site 
idUCIAVI railroad station 
Kailroad stop, RU-ShiVI-South 
kailroad stop, A dill I 
Highway TBILISI -BAKU 

■j tone and concrete nail under construction, 8 feet in**’! 
to surround two en tire industrial area ~ 


i\ sphal t roau undo.: construction 


the •••hole 


3 one tr uc ti o* 


2 Q under 
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riiree auainis tra tion buildin-s for 
area 

“ Kite non ana cecs nail for foremen 
“ ^acubly hail for the project with surroundin' 
construction, so-callc-d power-assembly 

- telephone central 

- San 1’ei.h Otroj 

- ^*5 carajes with repair shop 

- Assembly and foundry R 

Concrete plant and check point for materials 

- .ioao amp and sawmill 
» Bread factory 

- -wo fooa aujaaines 
•’ -crap dump 

■ P"; camp 7181/11 

- P‘.7 cam,? 7101/2 

s-tcel plant unaor construction 
nollinj mill under construction 

“roKndhriffSS?,^/ 1 750x150 *•«. 

■ projected hall, 1,350x550 feet 
Power plant ’beinj expanded 

Open he art a plant under construction 

Flaait ra, Ir on a facilities under c on o true t i on 

hi^-a 6 V na ° r construction, each about 12C feet 

luf'hhe/La “ *»** auwitional -stometers 

;,r0J80t “ ; ««=«"»«“ <* ^ aaat. 

Camp for ,>o.viot civilian internets 

^au.-sl for irrigation purposes, 25 feet wide 

Bower transmission line. 
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